PROVISIONAL   S U AI S

The type of staybar used is of im-
portance, particularly in -windy dis-
tricts, where a flapping curtain quite
readily unhooks the ordinary peg stay
and leaves open casements banging.
In such districts some form of sliding
stay which cannot come loose is advis-
able, and most makers provide this on
request. The two-point fastener and
" easy-cleaning " hinge mounting are
now, of course, commonplace.

A point as to the hinging of French
casements which should have attention
is the ability for them to be folded
back flat against external walls when
open, and fixings for cabin hooks in
this position; otherwise loggias and
balconies may be rendered practically
unusable.

The utility of wood surrounds has
been mentioned earlier 011 page 35;
a parallel device, which combines also
the advantage of closing the cavity
all round a window, is the metal sub-
frame shown in Fig. 135. This is a
thoroughly neat and workmanlike
finish.

When arranging grouped easements

made up by combination of standard
units, some thought should be given to
the exigencies of curtaining and also
to the desirability of an unobstructed
centre to any window in which it may
possibly be contrived. In practice, a
five-light window consisting of a cen-
tral three-light unit with a single fixed
light on either hand is a convenient
arrangement which permits open win-
dows without disturbance of curtains
(Fig. 136). It is, of course, wise to
have regard to the direction of the
prevailing wind (particularly the west
wind) when arranging opening lights.
In a two-light easement with one light
hinged, this should always open
against the wind. The practice of
combining separate small windows by
continuous head and cill with blank
panels may do much to pull together
a scrappy design (Fig. 137), and the
device shown in Fig. 138, by which a
partition can terminate against a thin
mullion will serve to allow fidgety
single windows to be avoided.
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